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WfflfttNDOK FOR THS RECORD 

SUBJECT | Weight of OXCART Electronic Equipment 


A Study lias been, iaade of the various electronic equipments 
Intended to bo installed in OXCART as stated in the Lockheed A-12 
specification . The various eqtdpswmts together with their weights 
are listed be low X 


hqaiaaent 
Afi/AJi!i— 5S 

AH/AJ2C-51 

AH/AffiI-41 

AIC-10 


Use Weight 

I,L*S* 20 lbs* 
IMF Coaaunicationa 30 lbs. 
Sadi© Coapess 32 lb#* 
Interphone 6 lbs* 


The above wel^it# do not include any necessary Interconnecting 
cabling or aircraft wiring* 


25X1 A 


Development Crane 
DPQ-DB/F 


L 


Distributions 

L-OB/DFO 

2- C^B/DH3 

3- ®^bpd/dpd 

4- ai/DFD 
DK>/DB/4H3irew 
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